XX11	PREFACE.
Stanhope, Knight of the Bath, and M.P. for the county of Buckingham, in several Parliaments. Sir William was three times married; first, to Margaret, daughter of John Rudge, Esq., who died in 1740; secondly to Mary, daughter of John Crowley, Esq., who died in 1746; and, thirdly, in 1759, to Anne Hussey, daughter of Sir Francis Blake Delaval, Bart., who survived him till 1812. This last alliance was by no means well-assorted, and as the preceding paragraph intimates, Lord Chesterfield resumed, in 1763, his duties of diplomacy in negotiating a separation between the old and jealous husband, and the young and lively wife. Sir William died at Dijon on his return from the south of France, in the summer of 1772, but a few months before Lord Chesterfield, having had issue only by his first marriage, one daughter, Elizabeth, who became the wife of Welbore Ellis, Esq, afterwards Lord Mendip. She brought him as a dowry Pope's villa at Twickenham, which had been purchased by Sir William after Pope's death, but she died without issue in 1761.
John and Charles Stanhope, the third and fourth brothers of Lord Chesterfield, both died unmarried, the latter in 1736, and the former in 1748. John Stanhope had been Lord Chesterfield's Secretary of Embassy at the Hague, and subsequently a Lord of the Admiralty. The Earl deplores his loss as of "a most affectionate brother and friend."*
Lord Chesterfield had two sisters; Elizabeth, who became the wife of Samuel Hill, of Shenstone, Esq., and who died so early as 1727; and Gertrude, who married Sir Charles Hotham, Bart.; she survived her
* To Mr. Dayrolles, December 6,1748